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Chief. Procurement Division, OL 


PlJ 

12 August 1955 


Chief, ihgiaeering Division, OS 


25X1 

/ 


Contract ED-65, Task Order Ho* 2 -[ 
Production Manufacturing Cospazy 


X* The subject contract is fear the develc^aaent of a Power System 
for the ES-11A/B corasunications eq uipment and constitutes a partial 
acceptance of proposal submitted bjf dated 26 Hay 1955 25X1 

amended by Annex Ho. 1 prepared by this Division. 


2. Annex Ho. 1 reads in parts ". . * shall not exceed that 
of the combined volume of the transmitter and receiver (only) or 
approximately 35 cubic inches." The figure 35 is in error and 
should be corrected to read 70 cubic inches. 

3. It is requested that the contract be a mended acc ordingly 

and that the above manufacturer be so advised. I . 1 is 'with- 25X1 

ho lding the signing of this contract pending the receipt of the 
above correction. 
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